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Description.: PLAYER NAVY CUT - MADE IN CANADA/US.PICK-UP 


PA2BSP25 _ PY2BSP25 _ Q f Pj 


Test Categories/Tests 

Target 

Average 

StdDev 

N 

Target Average StdDev 

N 

Smoke 









FTC Butt Length, mm 

FTC Tar, mg/cigt. 


24.0 

15.1- 

■" 0.46 

16 


24.0 

13.0 / 

0.61 

16 

FTC TPM, mg/cigt. 

21.8 

0.81 

16 

18.7 

1.06 

16 

FTC Nicotine, mg/cigt. 

1.49 

^ 0.064 

16 


1.27/ 

0.061 

16 

FTC Water, mg/cigt. 

5.18 

0.428 

16 


4.40 

0.551 

16 

FTC Puffs/cigt. 


8.0 

0.15 

16 


7.6 

0.26 

16 

Tar/Puff, mg 

Cigarette 


1.9 




1.7 



Total rtd, mm of H20 

Filter 


109 

5.7 

25 


109 

8.1 

25 

RTD, mm of H20 


56 

3.4 

25 


57 

3.6 

25 

Tipping Paper Length, mm 


21.0 




21.0 



Ventilation, % 


4 

1,4 

25 


4 

1.5 

25 


PX2BSP25 


PY6BSP25 


Test Categories/Tests 
Smoke 

ftc Butt Length, mm 
FTC Tar, mg/cigt. 

FTC TPM, mg/cigt. 

FTC Nicotine, mg/cigt. 
FTC Water, mg/cigt. 

FTC Puffs/cigt. 
Tar/Puff, mg 
Cigarette 

Total RTD, mm of H20 
Filter 

RTD, mm of H20 
Tipping Paper Length, 
Ventilation, % 


Target Average StdDev N Target Average StdDev N 



24.0 . 27.0 


9.3^ 

0.44 

16 

l (j 

14.1/' 

0.41 

16 

12.3 

0.83 

16 

ri .i Ur 

18.3 

0.81 

16 

1.09-'' 

1.83 

0.048 

0.405 

16 

16 

'Wp>. 

1.53/ 

2.66 

0.079 

0.378 

16 

16 

3.4 

1.1 

0.23 

16 


9.9 

1.4 

0.26 

16 

104 

3.7 

25 

119 

5.0 

25 

72 

21.0 

34 

3.7 

1.9 

25 

25 


77 

24.0 

19 

4.8 

1.2 

25 

25 


Te st Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
ftc Tar, mg/cigt. 

FTC TPM, mg/cigt. 

FTC Nicotine, mg/cigt. 
FTC Water, mg/cigt. 

FTC Puffs/cigt. 

Tar/Puff, mg 
,’igarette 

Total RTD, mm of H20 
"liter 

RTD, mm of H20 

Tipping paper Length., mm 

Ventilation, % 


PX6BSP25 _ 

Target Average StdDev _N 



27.0 . 



11.7^ 

0.39 

16 

14.5 

0.55 

16 

1.35t/ 

0.067 

16 

1.46 

0.152 

16 

10.6 

0.21 

16 

1.1 



102 

4.0 

25 

81 

4.5 

25 

24.0 



38 

2.1 

25 


i 


j 


Tl tests were conducted in the Philip Morris U.S.A. Research and Development Product Testing , 

aboratory. The above test results relate to the samples submitted to this laboratory 

ur ing the stated time period. Extrapolation outside this time period is not appropriate. _ 
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Description.: PLAYER NAVY CUT - MADE IN CANADA/US.PICK-UP 


Notationsi 


PA2BSP2 5 
PY2BSP25 
PX2BSP25 
PY6BSP25 
PX6BSP25 


PLAYERS NAVY CUT REG. (S&S) 25'S 
PLAYERS NAVY CUT LIGHT REG. (S&S) 25'S 
PLAYERS NAVY CUT EXTRA LIGHT REG. (S&S) 25'S 
PLAYERS NAVY CUT LIGHTS KS (S&S) 25'S 
PLAYERS NAVY CUT EXTRA LIGHT KS (S&S) 25'S 


PY2BSP25 - Approved FTC-NIC for this sample although standard deviation was 
slightly high; could not reject. 

PY6BSP25 - Approved FTC-NIC for this sample although standard deviation was 
slightly high? could not reject. 

PX6BSP25 - Approved FTC-NIC for this sample although standard deviation was 
slightly high; could not reject. 


cc: 


All tests were conducted In the Philip Morris U.S.A. Research and Development Product Testing 
Laboratory. The above test resuits relate to the samples submitted to this laboratory 
during the stated t ime period. Extrapolation outside this time period lg not appropriate. 
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